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DEPARTMENT  OF  HOUSING  AND 
URBAN  DEVELOPMENT 

Office  of  Assistant  Secretary  for 
Housing-Federal  Housing 
Commissioner 

[Docket  No.  N-92-3386;  FR-3150-N-01] 

Fund  Availability  (NOFA)  for 
Supportive  Housing  for  Persons  With 
Disabiiities 

AGENCY:  Office  of  Assistant  Secretary 
for  Housing — Federal  Housing 
Commissioner,  HUD. 

ACTION:  Notice  of  fund  availability  for 
FY92. 

SUMMARY:  This  NOFA  announces 
HUD’s  funding  for  supportive  housing 
for  persons  with  disabilities.  In  the  body 
of  this  document  is  information 
concerning  the  following:  (a)  The 
purpose  of  the  NOFA  and  information 
regarding  eligibility,  submission 
requirements,  available  amounts,  and 
selection  criteria  and  (b)  application 
processing,  including  how  to  apply  and 
how  selections  will  be  made.  A  checklist 
of  steps  and  exhibits  involved  in  the 
application  process  will  be  included  in 
the  application  package  which  can  be 
obtained  from  the  appropriate  Field 
OfHce  identified  in  appendix  A. 

DATE:  The  deadline  date  for  receipt  of 
applications  in  response  to  this  NOFA  is 
June  3, 1992. 

ADDRESSES:  Applications  must  be 
delivered  to  the  HUD  Field  Office  for 
your  jurisdiction.  A  listing  of  HUD  Field 
O^ices,  their  addresses  and  telephone 
numbers  (including  TDD  telephone 
numbers)  are  attached  as  appendix  A  to 
this  NOFA.  HUD  will  date  and  time 
stamp  incoming  applications  to  evidence 
timely  receipt,  and  upon  request, 
provide  the  applicant  with  an 
acknowledgement  of  receipt. 
Applications  submitted  by  facsimile  are 
not  acceptable. 

FOR  FURTHER  INFORMATION  CONTACT: 

The  HUD  Field  Office  for  your 
jurisdiction. 

SUPPLEMENTARY  INFORMATION: 
Paperwork  Reduction  Act  Statement 

in  accordance  with  the  Paperwork 
Reduction  Act  of  1980  (44  U.S.C.  3501- 
220),  the  information  collection 
requirements  have  been  assigned  OMB 
Control  Number  2502-0462. 

I.  Purpose  and  Substantive  Description 

A.  Authority 

Section  811  of  the  National  Affordable 
Housing  Act  (the  NAH  Act)  authorized  a 
new  supportive  housing  program  for 
persons  with  disabilities  and  replaced 


assistance  for  persons  with  disabilities 
previously  covered  by  section  202  of  the 
Housing  Act  of  1959  (section  202 
continues,  as  amended  by  section  801  of 
the  NAH  Act,  to  authorize  supportive 
housing  for  the  elderly).  The  purpose  of 
section  811  is  to  enable  persons  with 
disabilities  to  live  with  dignity  and 
independence  within  their  communities 
by  expanding  the  supply  of  supportive 
housing  that  is  designed  to 
accommodate  the  special  needs  of  such 
persons  and  provides  supportive 
services  that  address  the  individual 
health,  mental  health,  and  other  needs 
of  such  persons.  The  Secretary  is 
authorized  to  provide  assistance  to 
private,  nonprofit  organizations  to 
expand  the  supply  of  supportive  housing 
for  persons  with  disabilities.  The 
assistance  will  be  provided  as  capital 
advances  and  contracts  for  project 
rental  assistance  in  accordance  with  24 
CFR  part  890.  This  assistance  may  be 
used  to  finance  the  acquisition  with 
rehabilitation,  acquisition  without 
rehabilitation  (group  homes  only), 
construction  or  rehabilitation  of  a 
structure,  and  the  acquisition  of 
property  from  the  Resolution  Trust 
Corporation  (RTC)  (group  homes  and 
independent  living  facilities),  to  be  used 
as  supportive  housing  for  persons  with 
disabilities  in  accordance  with  Part  890 

For  supportive  housing  for  persons 
with  disabilities,  the  Departments  of 
Veterans  Affairs  and  Housing  and 
Urban  Development,  and  Independent 
Agencies  Appropriations  Act,  1992  (Pub. 
L  102-139,  approved  October  28, 1991, 
(Fiscal  Year  1992  Appropriations  Act) 
provides  $102,860,000  for  capital 
advances  for  housing  for  persons  with 
disabilities  as  authorized  by  section  811 
and  $100,159,000  for  project  rental 
assistance  for  supportive  housing  for 
persons  with  disabilities  under  section 
811(b)(2)  of  the  NAH  Act.  The  capital 
advance  allocation  amounts  set  forth  in 
Section  B.  below  are  based  upon 
available  project  rental  assistance. 

Of  particular  interest  is  the 
Department's  implementation  of  section 
105  of  the  NAH  Act  which  requires  that 
all  applications  for  this  program  include 
a  certification  of  the  responsible  public 
ofHcial  that  the  proposal  is  consistent 
with  an  approv^  Comprehensive 
Housing  Affordability  Strategy 
("CHAS”)  for  the  jurisdiction  in  which 
the  proposed  project  is  to  be  located. 

See  24  CFR  890.265(c)(18). 

Also  of  special  interest  is  a  statutory 
requirement  for  a  certification  by  the 
appropriate  State  or  local  agency  that 
the  provision  of  services  identified  in 
the  application  is  well  designed  to  serve 
the  needs  of  persons  with  disabilities.  In 
order  to  fulfill  this  requirement. 


Sponsors  must  submit  one  copy  of 
exhibit  20  (supportive  services  plan)  of 
their  application  and  the  certification 
form  (found  in  the  application  package) 
to  the  appropriate  State  or  local  agency 
identified  by  the  Field  Office  in  the 
application  package  in  ample  time  for 
the  Sponsors  to  include  the  certification 
with  the  submission  of  their  application 
to  the  appropriate  Field  Office. 
Applications  which  do  not  contain  a 
certification  from  the  appropriate  State 
or  local  agency  that  the  provision  of 
supportive  services  is  well  designed  to 
serve  the  special  needs  of  persons  with 
disabilities  will  not  be  funded. 

Another  item  of  special  interest  is  the 
recent  agreement  between  HUD  and  the 
Farmers  Home  Administration  (FmHA) 
which  facilitates  the  coordination 
between  the  two  agencies  in 
administering  their  respective  rental 
assistance  programs.  In  accordance  with 
this  agreement,  HUD  is  required  to 
notify  FmHA  of  applications  for  housing 
assistance  it  receives.  The  purpose  of 
this  notification  is  to  give  FmHA  the 
opportunity  to  comment  if  it  has  concern 
about  the  demand  for  additional 
assisted  housing  and  possible  harm  to 
existing  projects  in  the  same  housing 
market  area.  HUD  will  consider  the 
FmHA  comments  in  its  review  and 
project  selection  process. 

B.  Allocation  Amounts 

In  accordance  with  24  CFR  part  791, 
the  Assistant  Secretary  will  allocate  the 
amounts  available  for  capital  advances 
for  supportive  housing  for  persons  with 
disabilities.  The  Department  reserves 
project  rental  assistance  funds  sufficient 
for  20-year  contracts  in  support  of  the 
units  selected  for  capital  advances, 
consistent  with  current  operating  cost 
standards. 

The  allocation  formula  for  section  811 
funds  consists  of  the  following  two  data 
elements: 

1,  A  measure  of  the  number  of  persons 
identified  as  having  a  public 
transportation  disability;  and 

2.  A  measure  of  the  number  of  persons 
identified  as  having  a  work  disability. 
Based  on  this  formula,  the  Department 
has  allocated  the  available  capital 
advance  funds  as  shown  on  the 
following  chart: 


Fiscal  Year  1992  Allocation  for  Sup¬ 
portive  Housing  for  Persons  With 
Disabilities 


Region 

Caoltal 

advance 

Units 

$5,569,900 

12,931,900 

79 

II . . . 

172 
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Fiscal  Year  1992  Allocation  for  Sup¬ 
portive  Housing  for  Persons  With 
Disabilities— Continued 


Region 

Capital 

advance 

Units 

III . 

10,439,900 

177 

IV . 

16,543,400 

339 

V . 

15,431,700 

269 

VI . 

7,097,000 

153 

VII . 

2,779,200 

55 

VIII . 

1,619,600 

33 

IX . 

14,599,600 

218 

X . . . 

2,105,500 

37 

National  Total . 

89,137,700 

1,532 

C.  Eligibility 

The  only  eligible  applicants  under  this 
program  are  private,  nonprofit 
organizations.  Neither  a  public  body  nor 
an  instrumentality  of  a  public  body  is 
eligible  to  participate  in  the  program.  A 
single  Sponsor  shall  not  request  more 
units  in  a  given  Region  than  advertised 
for  that  Region  in  the  Invitation. 

D.  Preliminary  Evaluation  and  Selection 
Criteria 

1.  Preliminary  Evaluation 

Applications  for  section  811  Fund 
Reservations  for  housing  for  persons 
with  disabilities  that  meet  the  following 
initial  threshold  requirements  at 
preliminary  evaluation  will  be  eligible 
for  technical  processing: 

(a)  Application  was  received  by  HUD 
at  the  appropriate  address  by  June  3, 
1992  and  was  complete  or  at  most,  had 
technical  deficiencies  (see  section  IV.A. 
for  the  definition  of  a  technical 
deficiency); 

(b)  Sponsor  acceptably  corrected 
deficiencies  (including  furnishing 
missing  certihcations]  within  14 
calendar  days  from  the  date  of  the 
notification  of  deficiency  letter; 

(c)  Sponsor,  proposed  facilities  and 
proposed  occupants  are  eligible  under 
section  811; 

(d)  Sponsor  has  experience  in 
developing  and/or  operating  housing, 
medical  or  other  facilities  and/or 
providing  services  to  persons  with 
disabilities,  families  or  minority  groups; 

(e)  There  is  reasonable  expectation 
that  the  Sponsor  can  meet  the  Minimum 
Capital  Investment  requirement  and 
start-up  expenses  and  the  Sponsor  has 
passed  a  resolution  committing  these 
funds; 

(f)  Application  contains  evidence  of 
control  of  a  site  or  the  appropriate 
identification  of  a  site; 

(g)  The  Sponsor  is  in  compliance  with 
civil  rights  laws  and  regulations  as 
follows: 


(1)  There  are  no  pending  civil  rights 
suits  against  the  Sponsor  instituted  by 
the  Department  of  Justice; 

(2)  There  are  no  outstanding  findings 
of  noncompliance  with  civil  rights 
statutes.  Executive  Orders  or  regulations 
as  a  result  of  formal  administrative 
proceedings,  or  where  the  Secretary  has 
issued  a  charge  under  the  Fair  Housing 
Act,  unless  the  Sponsor  is  operating 
under  a  compliance  agreement  designed 
to  correct  the  areas  of  non-compliance; 

(3)  There  has  not  been  a  deferrral  of 
the  processing  of  applications  from  the 
Sponsor  imposed  by  HUD  under  title  VI 
of  the  Civil  Rights  Act  of  1964,  the 
Attorney  General’s  Guidelines  (28  CFR 
50.3),  the  HUD  title  VI  regulations  (24 
CFR  1.8)  and  procedures  (HUD 
Handbook  8040.1),  or  under  section  504 
of  the  Rehabilitation  Act  of  1973  and  the 
HUD  section  504  regulations  (24  CFR 
8.57); 

(h)  Even  without  a  site  visit,  it  is 
reasonable  to  expect  the  proposed  site 
meets  site  and  neighborhood  standards 
(24  CFR  889.230),  including  minority  and 
disabled  concentration  considerations, 
and  is  not  in  a  floodway  or  Coastal  High 
Hazard  Area; 

(i)  There  is  sufficient  market  demand 
for  the  number  and  type  of  units 
proposed  based  on  preliminary  review; 

(j)  Application  included  a  supportive 
services  plan  meeting  the  requirements 
of  §  890.265(c)(15);  and 

(k)  Application  was  responsive  to  the 
Field  Office  Invitation. 

2.  Selection  Criteria 

Applications  for  section  811  fund 
reservations  that  successfully  pass 
preliminary  evaluation  and  technical 
processing  will  be  rated  using  the 
following  selection  criteria: 

(a)  The  ability  of  the  Sponsor  to 
develop  and  operate  the  proposed 
housing  on  a  long-term  basis  (20  points); 

(l)  The  scope,  extent  and  quality  of 
the  Sponsor’s  experience  in  providing 
housing  or  supportive  services  to  the 
proposed  disabled  population  (10 
points); 

(2)  The  scope,  extent  and  quality  of 
the  Sponsor’s  experience  in  providing 
housing  and/ or  supportive  services  to 
minority  persons  or  families  and 
opportunities  for  minority  and  women- 
owned  business  enterprises 
participation  (5  points);  and 

(3)  The  extent  of  local  community 
support  for  the  Sponsor  and  its 
activities,  including  experience  in 
providing  housing  and/or  supportive 
services  in  the  area  where  the  project  is 
to  be  located,  and  Sponsor’s 
demonstrated  ability  to  enlist  volunteers 
and  local  funds  for  its  efforts  (5  points); 


(b)  The  Sponsor’s  financial  capacity 
(25  points): 

(1)  The  Sponsor’s  financial  history 
and  its  current  financial  outlook  (5 
points); 

(2)  The  Sponsor’s  ability  and 
willingness  to  provide  funds  for  start-up 
expenses  and  commit  financial 
resources  beyond  the  Minimum  Capital 
Investment  (10  points);  and 

(3)  The  scope  of  the  proposed  project 
in  relationship  to  the  financial  capacity 
and  commitment  of  the  Sponsor  (10 
points); 

[Note:  Consideration  must  also  be  given  to 
the  sponsor’s  financial  commitment  to  any 
projects  in  the  pipeline  and  other  applications 
submitted  in  response  to  invitations  under 
this  NOFA,  the  NOFA  for  supportive  housing 
for  the  elderly,  (published  elsewhere  in 
today’s  Federal  Register)  or  other  invitations 
under  part  889  or  part  890.) 

(c)  The  need  for  supportive  housing 
for  persons  with  disabilities  in  the  area 
to  be  served  (10  points). 

(d)  The  design  of  the  project  (10 
points): 

(1)  The  extent  to  which  the  proposed 
design  of  the  housing  will  meet  the 
special  needs  of  persons  with 
disabilities  (4  points); 

(2)  The  extent  to  which  the  proposed 
design  of  the  housing  will  accommodate 
the  provision  of  supportive  services 
(that  are  expected  to  be  needed,  either 
intially  or  over  the  useful  life  of  the 
housing,  by  the  category  or  categories  of 
persons  with  disabilities  the  housing  is 
intended  to  serve)  (3  points);  and 

(3)  The  extent  to  which  the  proposed 
size  and  unit  mix  (if  independent  living 
facility)  of  the  housing  will  enable  the 
Sponsor  to  manage  and  operate  the 
housing  efficiently  and  ensure  that 
provision  of  supportive  services  will  be 
accomplished  in  an  economical  fashion 
(3  points); 

(e)  The  provision  of  supportive 
services  (20  points): 

(1)  The  extent  to  which  the  Sponsor 
has  demonstrated  that  necessary 
supportive  services  will  be  provided  on 
a  consistent,  long-term  basis  (10  points); 

(2)  The  appropriateness  of  the 
supportive  services  to  the  needs  of  the 
proposed  disabled  population  (5  points); 
and 

(3)  The  quality  of  the  service 
implementation  plan  (5  points); 

(f)  The  extent  to  which  the  Sponsor 
has  control  of  the  site  for  the  proposed 
housing  (15  points): 

(1)  Applications  with  evidence  of  site 
control: 

(i)  The  proximity  or  accessibility  of 
the  site  to  shopping,  medical  facilities, 
transportation,  churches,  recreational 
facilities,  job  opportunities  and  other 
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necessary  services  to  the  intended 
occupants  (4  points); 

(ii)  Suitability  of  the  site  from  the 
standpoint  of  promoting  a  greater  choice 
of  housing  opportunities  for  minority 
and  disabled  persons/families  (4 
points); 

(iii)  Freedom  of  the  site  from  adverse 
environmental  conditions  and 
overconcentration  of  persons  with 
disabilities  (4  points);  and 

(iv)  Reasonableness  of  the  site  cost 
per  unit  and  suitability  of  the  property 
for  the  intended  use  and  adequacy  of 
utilities  and  streets  (3  points);  or 

(2)  Applications  with  identification  of 
site: 

(i)  Hie  proximity  or  accessibility  of 
the  site  to  shopping,  medical  facilities, 
transportation,  churches,  recreational 
facilities  and  other  necessary  services  to 
the  intended  occupants  as  well  as 
freedom  of  overconcentration  of  persons 
with  disabilities  (5  points); 

(ii)  Suitability  of  the  site  from  the 
standpoint  of  promoting  a  greater  choice 
of  housing  opportunities  for  minority 
disabled  persons/families  (4  points); 
and 

(iii)  The  likelihood  that  site  control 
will  be  obtained  within  six  months  of 
fund  reservation,  if  approved  (6  points). 

II.  Application  Process 

All  applications  for  section  811  Fund 
Reservations  submitted  by  eligible 
Sponsors  must  be  filed  with  the 
appropriate  HUD  Field  Office  and  must 
contain  all  exhibits  required  by  this 
NOFA. 

Immediately  upon  publication  of  this 
NOFA,  Field  Offices  shall  notify 
minorify  organizations  within  their 
jurisdiction  involved  in  housing  and 
community  development  and  groups 
with  special  interest  in  housing  for 
persons  with  disabilities. 

Within  three  weeks  of  the  date  of  this 
Notice,  HUD  Field  Offices  will  publish  a 
one-time  Invitation  for  applications  as 
required  by  §  89a20S(b)  of  the 
Regulations,  in  newspapers  of  general 
cir^ation,  and  in  any  minority 
newspapers  serving  the  Field  Office 
jurisdiction.  Field  Offices  will  accept 
applications  after  publication  of  the 
Invitation.  No  application  will  be 
accepted  after  the  closing  time  stated  in 
the  Invitation  and  Application  Package 
on  June  3, 1992,  unless  that  date  and 
time  is  extended  by  a  Notice  published 
in  the  Federal  Register.  Applications 
received  after  that  date  and  time  wilt 
not  be  accepted,  even  if  postmarked  by 
the  deadline  date.  Applications 
submitted  by  facsimile  are  not 
acceptable 

Organizations  interested  in  applying 
for  a  section  811  Fund  Reservation 


should  provide  the  appropriate  Field 
Office  with  their  names,  addresses  and 
telephone  numbers,  and  advise  the  Reid 
Office  whether  they  wish  to  attend  the 
workshop  described  below.  HUD 
encourages  minority  organizations  to 
participate  in  this  program  as  Sponsors. 
Field  Offices,  at  the  date  and  time 
specified  in  the  Invitations,  will  conduct 
workshops  to  explain  the  Section  811 
Program. 

HUD  strongly  recommends  that 
prospective  applicants  attend  the  local 
Field  Office  workshop.  More  detailed 
information  covering  the  time  and  place 
of  the  particular  workshops  will  be  set 
out  in  the  Field  Office  Invitation. 
Interested  persons  with  disabilities 
should  contact  the  Field  Office  to  assure 
that  any  necessary  arrangements  can  be 
made  for  them  to  enable  their 
attendance  and  participation  in  the 
workshop.  While  strongly  urged  to  do 
so,  if  Sponsors  cannot  attend  a 
workshop.  Application  Packages  and 
handbooks  can  also  be  obtained  from 
the  Field  Offices.  Contact  the 
appropriate  Field  Office  with  any 
questions  regarding  the  submission  of 
applications. 

At  the  workshops.  Application 
Packages  will  be  distributed,  application 
procedures  and  requirements  (including 
the  Department’s  equal  opportunity, 
environmental  design  and  cost 
requirements  and  required  exhibits)  will 
be  explained.  Also,  concerns  such  as 
local  market  conditions,  building  codes, 
historic  preservation,  floodplain 
management,  displacement  and 
relocation,  zoning,  housing  costs,  and 
states’  positions  on  fundii^  supportive 
services  to  group  home  residents  will  be 
addressed. 

III.  Application  Submission 
Requirements 

A.  Application 

Each  application  shall  include  all  of 
the  information,  materials,  forms,  and 
exhibits  listed  in  paragraph  2  of  this 
section  and  must  be  indexed  and 
tabbed.  The  Field  Office  will  base  its 
determination  of  the  eligibility  of  the 
Sponsor  for  a  reservation  of  section  811 
capital  advance  bmds  on  the 
information  provided  in  the  application. 

In  preparing  applications,  applicants 
will  be  able  to  utilize  information  and 
exhibits  previously  prepared  for  prior 
applications  under  section  811,  section 
202,  or  other  funding  programs. 

Examples  of  exhibits  that  may  be 
readily  adapted  or  amended  to  decrease 
the  br^en  of  application  preparation 
include,  among  others,  those  on  previous 
participation  in  the  section  811  or 
section  202  programs;  applicant 


experience  in  housing  and  services; 
financial  capacity;  supportive  services 
plan;  community  ties,  and  experience 
serving  minorities. 

1.  Apidication  Contents 

(a)  Each  applicant  (Sponsor)  shall 
include  on  a  Form  HUD-92013, 
Application  for  Multifamily  Housing 
Project: 

(1)  The  name,  address,  and  telephone 
number  of  the  Sponsor(s); 

(2)  The  name,  title,  address,  and 
telepone  number  of  the  officer  or 
director  of  the  Sponsor’s  Board  of 
Directors  to  whom  communications 
should  be  addressed; 

(3)  The  following  specific  information 
regarding  the  project: 

(i)  Number  of  units  requested  by 
bedroom  type  (efficiency  (415  sq.  ft.), 
one-bedroom  (540  sq.  ft),  two-bedroom 
(800  sq.  ft),  th^-bedroom  (1050  sq.  ft.), 
four-bedroom  (1150  sq.  ft.)  or  if  five  or 
more  bedrooms  are  provided,  increase 
unit  sizes  by  up  to  100  sq.  ft.  for  each 
additional  bedroom)  and  the  number  of 
residents  (if  independent  living  facility) 
or  the  number  of  bedrooms  and  number 
of  residents  to  be  housed  in  each  group 
home; 

(ii)  Dollar  amount  of  the  capital 
advance  requested; 

(iii)  Estimated  land  cost; 

(iv)  Number  and  type  of  structures; 

(v)  Number  of  stories  planned  and 
whether  an  elevator  will  be  included; 
and 

(vi)  Development  method  (new 
construction,  rehabilitation,  acquisition 
with  rehabilitation,  acquisition  without 
rehabilitation  (group  homes  only),  or 
acquisition  of  property  from  the  RTC 
(group  homes  and  independent  living 
kcilities)). 

(b)  Additional  exhibits  must  include: 

(1)  A  Housing  Consultant’s  Resiune, 
Contract  (Form  HUD  92531A-EH),  and 
an  Identity  of  Interest  and  Disclosure 
Certification  (if  the  Sponsor  has 
employed  a  project  consultant). 

(2)  Evidence  of  each  Sponsor’s  legal 
status  as  a  private  nonprofit 
organization,  including  the  following: 

(i)  Articles  of  incorporation, 
constitution,  or  other  organizational 
documents: 

(ii)  By-laws; 

(iii)  A  typed  incumbency  certificate, 
listing  all  officers  and  directors,  title, 
beginning  date  of  each  person’s  term 
and  when  that  term  expires.  It  must  be 
certified  by  an  officer  of  the  Sponsor 
that  it  constitutes  all  duly  qualified  and 
sitting  officers  and  directors  as  of  the 
date  the  application  is  filed  with  HUD: 

(iv)  IRS  tax  exemption  ruling  (this 
must  be  submitted  by  all  Sponsors. 
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including  churches).  A  nonprofit 
organization  organized  in  the 
Commonwealth  of  Puerto  Rico  and 
exempt  from  income  taxation  under 
Puerto  Rico  law,  has  never  been  liable 
for  payment  of  Federal  income  taxes, 
and  does  not  pay  patronage  dividends 
may  be  exempt  from  the  requirement  set 
out  in  the  previous  sentence  if  it  is  not 
eligible  for  tax  exemption;  and 

(v)  Resolution  of  the  board,  duly 
certified  by  an  officer,  that  no  officer  or  . 
director  of  the  Sponsor  or  Owner  has  or 
will  have  any  financial  interest  in  any 
contract  with  the  Owner  or  in  any  firm 
or  corporation  which  has  or  will  have  a 
contract  with  the  Owner. 

(3)  Satisfactory  evidence  that  the 
Sponsor: 

(i)  Has  the  necessary  legal  authority 
to  sponsor  the  project  and  to  assist  the 
Owner  to  finance,  acquire,  construct,  or 
rehabilitate  and  maintain  the  project; 
and 

(ii)  Will  form  an  Owner  (as  defined  in 
§  890.105)  after  the  issuance  of  the  fund 
reservation,  will  cause  the  Owner  to  file 
a  request  for  determination  of  eligibility 
and  a  request  for  a  capital  advance 
under  §  890.300,  and  will  provide 
sufficient  resources  to  the  Owner  to 
ensure  the  development  and  long-term 
operation  of  the  project. 

(4)  A  description  of  the  Sponsor’s  ties 
to  the  community,  including  the  minority 
community,  and  any  statements  of 
suppport  for  the  project  by  members  of 
the  community  in  which  the  project  is  to 
be  located  and  state  and  local 
organizations  familiar  with  the  needs  of 
individuals  with  disabilities  proposed  to 
be  housed. 

(5)  Evidence  of  previous  participation 
in  HUD  programs,  by  the  Sponsor,  its 
officers  or  directors,  on  Form  HUD-2530. 
If  none,  forms  must  be  submitted 
indicating  “No  previous  experience." 

(6)  A  description  of  any  financial 
default,  modification  of  terms  and 
conditions  of  financing,  or  legal  action 
taken  or  pending  against  the  Sponsor  or 
its  officers,  directors,  or  trustees  in  their 
corporate  capacity. 

(7)  A  description  of  the  following: 

(i)  Any  other  rental  housing  projects, 
medical  and/or  other  facilities 
sponsored,  owned  or  operated  by  the 
Sponsor,  including  a  description  of 
experience  in  providing  housing, 
medical  and/or  other  facilities  to 
persons  with  disabilities  and/or  to 
families;  and 

(ii)  The  Sponsor’s  experience  in 
providing  housing,  medical  or  other 
facilities  and/or  services  to  minority 
persons  or  families  and  in  contracting 
with  minority  and  women-owned 
business  enterprises. 


(8)  A  description  of  the  Sponsor’s  past 
or  current  involvement  in  any  programs 
other  than  housing  (including  its 
provision  of  services)  that  demonstrates 
the  Sponsor’s  management  capabilities 
and  experience,  including  a  description 
of  the  Sponsor’s  experience  in  serving 
disabled  persons  and/or  families. 

(9)  A  certified  Board  Resolution, 
acknowledging  responsibilities  of 
sponsorship,  long-term  support  of  the 
project(s),  willingness  of  Sponsor  to 
assist  the  Owner  to  develop,  own, 
manage  and  ensure  the  provision  of 
appropriate  services  in  connnection 
with  the  proposed  project,  and  that  it 
reflects  the  will  of  its  membership. 

(10)  A  list  of  the  applications,  if  any, 
the  Sponsor  has  submitted  or  is  planning 
to  submit  to  any  other  Field  Office  in 
response  to  the  current  Invitations  under 
this  NOFA,  the  NOFA  for  Supportive 
Housing  for  the  Elderly  (published 
elsewhere  in  today’s  Federal  Register) 
or  other  Invitations  under  part  889  or 
part  890.  Indicate  by  Field  Office,  the 
proposed  location  by  city  and  state,  the 
number  of  units  requested,  and  the 
financial  commitments  related  to  each 
application. 

(11)  An  estimate  of  start-up  expenses 
for  the  project  and  the  source  of  funds  to 
meet  these  expenses. 

(12)  Evidence,  in  the  form  of  a 
certified  Board  Resolution,  of  the 
Sponsor’s  willingness  to  fund  the 
Minimum  Capital  Investment,  estimated 
start-up  expenses,  and  any  associated 
development  or  operating  costs  related 
to  items  not  covered  by  the  capital 
advance  under  §  890.240  and  to  ensure 
the  development  and  long-term 
operation  of  the  project.  Also,  as 
evidence  of  the  Sponsor’s  financial 
ability  to  cover  these  costs,  include: 

(i)  A  brief  narrative  description  of 
financial  history; 

(ii)  Copies  of  balance  sheets  and 
statements  of  income  expenses  for  each 
of  the  past  three  years  that  the  Sponsor 
has  operated.  The  financial  statement, 
at  a  minimum,  must  include  the 
information  contained  in  Form  HUD- 
92417,  and  a  certification  pursuant  to  the 
criminal  warning  provided  in  U.S. 
Criminal  Code,  section  1001,  title  18 
U.S.C. 

(iii)  Form  HUD-2013  Supplement, 
Application  for  Project  Mortgage 
Insurance,  listing  current  bank  and  trade 
references:  and 

(iv)  A  list  of  all  FY  1991  and  prior  year 
projects  to  which  the  Sponsor(s)  is  a 
party,  identified  by  project  number. 

Field  Office,  funding  year  and  month 
and  year  of  initial  closing,  current 
status;  (if  finally  closed;  indicate  month 
and  year):  and  financial  requirements 
for  closing. 


[Note:  If  funds  to  meet  the  financial 
requirements  of  the  applications  being 
submitted  are  being  committed  by  an 
organization  other  than  the  sponsor,  evidence 
of  that  organization's  financial  capacity  must 
be  included  in  this  exhibit,  in  addition  to  the 
sponsor’s  financial  statements.] 

(13)  A  narrative  description  of  the 
proposed  housing  including: 

(i)  Evidence  of  control  of  an 
approvable  site,  or  identification  of  a 
site  for  which  the  Sponsor  provides 
reasonable  assurances  that  it  will  obtain 
control  within  6  months  from  the  date  of 
fund  reservation  (if  Sponsor  is  approved 
for  funding): 

(A)  If  the  Sponsor  has  the  control  of 
the  site,  it  must  submit  the  following 
information: 

(1)  Evidence  that  the  Sponsor  has 
entered  into  a  legally  binding  option 
agreement  to  purchase  or  lease  the 
proposed  site;  or  has  a  copy  of  the 
contract  of  sale  for  the  site,  a  deed,  long¬ 
term  leasehold  or  other  evidence  of  legal 
ownership  of  the  site  (including 
properties  to  be  acquired  from  the  RTC). 
The  option  agreement  period  should 
extend  through  the  end  of  the  current 
fiscal  year  and  contain  a  renewal 
provision  to  guarantee  site  availability 
through  the  subsequent  stage  of 
processing.  The  Sponsor  must  also 
identify  any  restrictive  covenants, 
including  reverter  clauses.  In  the  case  of 
a  site  to  be  acquired  from  a  public  body, 
evidence  that  the  public  body  possesses 
clear  title  to  the  site,  and  had  entered 
into  a  legally  binding  agreement  to  lease 
or  convey  the  site  to  the  Sponsor  after  it 
receives  and  accepts  a  notification  of 
section  811  Fund  Reservation  and 
identification  of  any  restrictive 
covenants  or  reverter  clauses.  However, 
in  localities  where  HUD  determines  that 
the  time  constraints  of  the  funding  round 
will  not  permit  all  of  the  required  official 
actions  [e.g.,  approval  of  Community 
Planning  Boards)  which  are  necessary  to 
convey  publicly-owned  sites,  a  letter  in 
the  application  from  the  Mayor  or 
Director  of  the  appropriate  local  agency 
indicating  their  approval  of  conveyance 
of  the  site  contingent  upon  the 
necessary  approval  action  is  acceptable 
and  may  be  approved  by  the  Field 
Office  if  it  has  satisfactory  experience 
with  timely  conveyance  of  sites  from 
that  public  body.  In  such  cases, 
documentation  shall  also  include  a  copy 
of  the  public  body’s  evidence  of 
ownership  and  whether  there  are  any 
restrictive  covenants  or  reverter  clauses. 

[Note:  A  proposed  project  site  may  not  be 
acquired  or  optioned  from  a  general 
contractor  (or  its  affiliate)  which  will 
construct  the  section  811  project  or  from  any 
other  development  team  member.) 
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(2)  A  map  showing  the  location  of  the 
site  and  the  racial  composition  of  the 
neighborhood,  with  any  area  of  racial 
concentration  delineated; 

(3)  Photographs  of  the  site; 

(4)  Evidence  that  the  protect  as 
proposed  is  permissible  under 
applicable  zoning  ordinances  or 
regulations,  or  a  statement  of  the 
proposed  action  required  to  make  the 
proposed  project  permissible  and  the 
basis  for  the  belicrf  that  the  proposed 
action  will  be  completed  successfully 
before  the  receipt  of  the  conditional 
commitment  application  {e.g..  a 
summary  of  the  results  of  any  recent 
requests  for  rezoning  on  land  in  similar 
zoning  classifications  and  the  time 
required  for  such  rezoning,  preliminary 
indications  of  acceptability  from  zoning 
bodies,  etc.]: 

(5)  A  statement  that  (a)  identifies  all 
persons  (families,  individuals, 
businesses  and  nonprofit  organizations 
(identified  by  race/minority  ^oup,  and 
status  as  owners  or  tenants)  occupying 
the  property  on  the  date  of  submission 
of  the  application  for  fund  reservation 
(or  date  of  initial  site  control,  if  later); 

(b)  indicates  the  estimated  cost  of 
relocation  payments  and  other  services, 
and  (c)  identifies  the  staff  organization 
that  will  carry  out  the  relocation 
activities. 

(Note:  If  any  of  the  relocation  costs  will  be 
funded  from  sources  other  than  the  section 
811  capital  advance,  the  sponsor  must 
provide  evidence  of  a  finn  commitment  of 
these  funds.  Due  to  potentially  high 
relocation  costs,  sponsors  are  encouraged  to 
utilize  sites  which  involve  minimal  or  no 
relocation  costs.) 

(6)  In  the  case  of  a  structure  built  or 
rehabilitated  prior  to  1978  that  is 
proposed  to  be  developed  as  an 
independent  living  facility,  a  statement 
from  the  ^Kinsor  indicating  that  it  has 
inspected  the  structure  for  defective 
paint  surfaces. 

(7)  An  indication  as  to  whether  the 
Sponsor  is  willing  to  seek  a  different  site 
if  the  preferred  site  is  unapprovable,  and 
if  so.  a  reasonable  assurance  that  site 
control  will  be  obtained  within  6  months 
of  fund  reservation. 

(B)  If  the  Sponsor  has  identifed  a  site, 
but  does  not  have  it  under  control,  it 
must  submit  the  following  information: 

(1)  A  description  of  the  location  of  the 
site,  including  its  address, 
neighborhood/community 
characteristics  (to  include  racial  and 
ethnic  data)  and  amenities,  and  adjacent 
housing  and/or  facilities; 

(2)  A  description  of  the  activities 
undertaken  to  identify  the  site  as  well  as 
what  actions  most  be  taken  to  obtain 
control  of  the  site,  if  approved  for 
funding. 


(3)  An  indication  as  to  whether  the 
site  is  properly  zoned.  If  it  is  not,  an 
indication  of  the  actions/time  necessary 
for  proper  zoning; 

(4)  A  status  of  the  sale  of  die  site:  and 

(5)  An  indication  as  to  whether  the 
site  would  involve  relocation. 

(ii)  If  and  how  the  project  will 
promote  energy  efficiency  and,  if 
applicable,  innovative  construction  or 
rehabilitation  methods  or  technologies 
to  be  used  that  will  promote  efficient 
construction. 

(iii)  An  identification  of  all  community 
spaces,  amenities  or  features  planned 
for  the  housing.  A  description  of  how  the 
spaces  will  be  utilized  also  must  be 
included.  If  these  community  spaces, 
amenities,  or  features  would  not  comply 
with  the  design  and  cost  standards  of 

§  890.220,  the  Sponsor  must  demonstrate 
its  ability  and  willingness  to  contribute 
both  the  incremental  development  cost 
and  continuing  operating  cost 
associated  with  the  community  spaces, 
amenities  or  features. 

(iv)  A  written  description  of  the 
design  of  the  proposed  housing  including 
any  special  design  features  and 
community  space  necessary  to 
accommodate  the  physical  needs  of  the 
proposed  residents  and  the  provision  of 
supportive  services.  Includ^  with  the 
written  description  must  also  be  a 
schematic  drawing  or  each  floor  of  the 
project  noting  the  location  of  any  special 
design  features  as  well  as  a  typical 
bedroom  in  a  group  home  or  a  typical 
unit  in  an  independent  living  facility 
with  approximate  dimensions  of  each, 
and  community  space  for  the  provision 
of  supportive  services. 

[Note:  Sponsors  submitting  applications 
with  evidence  of  site  control  for  acquisition 
and/or  rehabilitation  projects  may  wish  to 
submit  a  schematic  drawing  of  an  alternate 
design  that  may  be  replicated  elsewhere  if 
they  want  to  be  considered  for  points  for  the 
desi^  of  the  project  in  the  event  the 
prt^raoed  site  is  rejected.) 

(v)  For  group  homes  to  be  licensed  as 
intermediate  care  facilities  (in  which 
funding  for  the  intermediate  care  is 
provided  under  title  XIX  of  the  Social 
Security  Act)  that  serve  persons  with 
developmental  disabilities,  the  following 
must  be  submitted: 

(a)  Evidence  demonstrating  that  the 
proposed  project  will  primarily  provide 
housing  rather  than  medical  facilities,  is 
or  will  be  licensed  by  appropriate  State 
agencies; 

(b)  Written  evidence  that  the  State 
Medicaid  Office  recognizes  the  need  for 
a  tenant  contribution  to  rent  and  has 
agreed  to  pay  the  cost  of  the  tenant 
contribution  in  the  Medicaid  payment  to 
the  Sponsor, 


(c)  Description  of  the  medical  training 
of  the  staff  ^  the  proposed  facility  and 
any  nursing  services  that  will  be 
required  by  the  residents  on-site: 

(d)  Description  of  the  services  that 
will  be  funded  by  Medicaid  for  residents 
of  the  proposed  project,  including  their 
nature,  frequency  and  where  the 
services  are  to  be  provided; 

(e)  Description  of  any  special  design 
features  proposed  for  the  group  home 
that  are  not  common  to  other  section  811 
group  homes  for  the  proposed 
population  and  the  Sponsor's  rationale 
for  including  them;  and, 

(f)  Statement  certifying  that  the 
Individual  Program  Plan  for  each 
resident  will  include  participation  in  an 
out-of-the-home  activity  program  for  at 
least  six  hours  each  weekday. 

(14)  A  narrative  description  of  the 
anticipated  occupancy.  The  Sponsor 
must  limit  occupancy  of  the  proposed 
project  to  one  or  more  of  the  following 
categories:  Persons  with  chronic  mental 
illness,  developmental  disabilities,  or 
physical  disabilities.  The  Sponsor  may, 
with  the  approval  of  the  Secretary, 
further  restrict  occupancy  of  a  project  to 
persons  with  disabilities  within  the 
three  categories  described  above  who 
have  similar  disabilities  and  who 
require  a  similar  set  of  supportive 
services  unique  to  their  disabilities.  The 
Sponsor  must  demonstrate  a  capacity  to 
serve  the  proposed  occupancy  group(s). 

(15)  A  supportive  services  plan  that 
includes: 

(i)  A  detailed  description  of  whether 
the  housing  is  intended  to  serve  persons 
with  physical  disabilities, 
developmental  disabilities,  or  chronic 
mental  illness.  Include  how  and  fi-om 
where  persons  will  be  referred  and 
admitted  to  the  project. 

(ii)  A  detailed  description  of  the  needs 
of  persons  with  disabilities  that  the 
housing  is  expected  to  serve. 

(iii)  A  detailed  description  of  the 
supportive  services  proposed  to  be 
provided  to  the  anticipated  occupancy, 
including: 

(A)  The  name(s)  of  the  agency(s) 
which  will  be  responsible  for  providing 
supportive  services  and  evidence  of  the 
service  provider's  capability  and 
experience  in  providing  such  supportive 
services; 

(B)  The  manner  in  which  such  services 
will  be  provided  (Le.^  how,  when  and 
how  often,  where  (on/off-site),  including 
assurances  that  the  proposed  residents 
will  receive  supportive  services  based 
on  their  individual  needs. 

(C)  The  staffing  plan,  including  a 
description  of  the  qualifications  of 
residential  staff,  if  any.  and  other  staff 
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necessary  to  provide  the  proposed  ' 
services. 

(iv)  Identification  of  the  extent  of 
state  and  local  funds  available  to  assist 
in  the  provision  of  supportive  services. 

(v)  A  letter  of  intent  from  each  agency 
that  will  provide  the  supportive  services 
(if  other  than  the  Sponsor),  indicating 
the  source  and  extent  of  commitment  to 
provide  funding  for  the  supportive 
services. 

(vi)  If  any  state  or  local  government 
funds  will  be  provided,  a  description  of 
the  state/local  agency's  philosophy/ 
policy  concerning  residential  facilities 
for  the  population  to  be  served  as  well 
as  a  demonstration  by  the  Sponsor  that 
the  application  is  consistent  with  state 
or  local  plans  and  policies  governing  the 
development  and  operation  of  facilities 
to  serve  individuals  of  the  proposed 
occupancy  category. 

(16)  Evidence  demonstrating  that 
there  is  effective  demand  for  the 
proposed  housing  in  the  area  to  be 
served  by  the  project  and  demonstrating 
that  this  demand  is  likely  to  continue 
throughout  the  life  of  the  project. 

(17)  Signed  certiHcations  of  the 
Sponsor(s)'  intent  to  comply  with  title  VI 
of  the  Civil  Rights  Act  of  1964,  the  Fair 
Housing  Act,  section  S04  of  the 
Rehabilitation  Act  of  1973,  the  Age 
Discrimination  Act  of  1975,  Executive 
Orders  11063  and  11246,  section  3  of  the 
Housing  and  Urban  Development  Act  of 
1968,  and  the  affirmative  fair  housing 
mariceting  requirements  at  24  CFR  part 
200,  subpart  M. 

(18)  A  certification  from  the 
appropriate  state  or  local  agency  that  it 
has  reviewed  the  supportive  services 
plan  in  the  Sponsor’s  application  and 
that  the  provision  of  services  identified 
in  the  application  is  well  designed  to 
serve  the  special  needs  of  persons  with 
disabilities  to  be  served  by  the  proposed 
projectfs). 

(19)  A  certification  by  the  Sponsor(s) 
that  the  appropriate  State  agency  (single 
point  of  contact)  under  Executive  Order 
12372,  Intergovernmental  Review,  has 
been  contacted  to  determine  if  the 
Section  811  Program  is  covered  under 
the  State  review  process  and,  if 
applicable,  the  date  the  application  was 
submitted  to  the  State. 

(20)  A  certification  on  SF-424. 
Application  for  Federal  Assistance,  that 
the  Sponsorfs)  is  not  delinquent  on  the 
repayment  of  any  Federal  debt. 

(21)  A  certification  by  the  Spon8or(s) 
that  the  section  811  funds  will  not  be 
used  to  lobby  the  Executive  or 
Legislative  branches  of  the  Federal 
government 

(22)  A  certification  that  the  Sponsor(s} 
will  comply  with  the  requirements  of  the 
Drug-Free  Workplace  Act. 


(23)  A  certification  that  the  Sponsor 
will  comply  with  the  requirements  of  the 
Lead-Based  Point  Poisoning  Prevention 
Act  (42  U.S.C.  4821-4846)  and 
implementing  regulations  at  24  CFR  part 
35  (except  as  superseded  in 

§  890.260(f)(2). 

(24)  A  certification  that  the  project 
will  comply  with  HDD’s  design  and  cost 
standards,  the  Uniform  Federal 
Accessibility  Standards  and  HDD's 
implementing  regulations  at  24  CFR  part 
40,  section  504  of  the  Rehabilitation  Act 
of  1973  and  HDD’s  implementing 
regulations  at  24  CFR  part  8,  and  for 
new  construction  multifamily  housing 
projects  (independent  living  facilities), 
the  design  and  construction 
requirements  of  the  Fair  Housing  Act 
and  HDD’s  implementing  regulations  at 
24  CFR  part  100. 

(25)  A  certification  by  the  Sponsor(s) 
that  it  will  comply  (or  has  complied) 
with  the  acquisition  and  relocation 
requirements  of  the  Uniform  Relocation 
Assistance  and  Real  Property 
Acquisition  Policies  Act  of  1970,  as 
amended  (URA).  and  implementing 
regulations  at  49  CFR  part  24,  and  24 
CFR  890.280(e). 

(26)  A  completed  Form  2880, 

Applicant  Disclosures. 

(27)  A  certification  of  consistency 
with  an  approved  housing  strategy 
(CHAS)  from  the  lowest  level  of 
government  having  a  full  CHAS 
covering  the  jurisdiction  in  which  the 
project  is  to  be  located.  Should  that  full 
CHAS  fail  to  provide  a  basis  for 
consistency,  either  a  suitable 
amendment  can  be  prepared  or,  in  the 
case  of  a  proposed  project  in  a  local 
jurisdiction  not  having  an  existing 
CHAS,  that  local  jurisdiction  may 
prepare  an  abbreviated  strategy 
appropriate  to  the  project.  Such  an 
abbreviated  strategy  must  be  submitted 
prior  to  or  at  the  time  of  submission  of 
the  section  811  application.  See  Notice 
on  preparation  of  an  abbreviated 
strategy  published  on  December  16. 1991 
(56  FR  65271). 

[Note:  To  assist  applicants  in  meeting  the 
certification  requirement  where  a  CHAS  or 
abbreviated  housing  strategy  has  not  yet 
been  approved,  HUD  will  accept  section  811 
applications  that  are  accompanied  by  a 
certiheation  that  the  proposed  activity  is 
consistent  «vith  the  CHAS  or  abbreviated 
strategy  being  reviewed.) 

IV.  Corrections  to  Defident  Applications 

A.  Preliminary  Evaluation 

During  preliminary  evaluation. 
Sponsors  will  be  provided  14  calendar 
days  fitHU  the  date  of  HDD’s  written 
notification  to  cure  technical 
deficiencies  in  their  applications. 
However,  it  is  not  additional  time  to 


amend  the  application  to  overcome  any 
defects  in  the  original  submission. 
Technical  deficiencies  are  inadvertently 
omitted  documents  which  have  been 
executed  prior  to  the  application 
deadline  date  (such  as  certifications  or 
articles  of  incorporation)  or 
clarifications  of  previously  submitted 
material  and  are  not  of  such  a  nature  as 
to  improve  the  competitive  position  of 
the  application. 

Technical  deficiencies  do  not  include 
items  which  would  be  considered 
substantive  defects  in  the  original 
submission.  For  example,  if  a  Board 
resolution  is  missing  horn  the  original 
submission,  but  it  is  submitted  during 
the  14-day  period,  it  must  have  been 
executed  prior  to  the  deadline  date  for 
receipt  of  applications.  If  it  is  not 
submitted  during  the  14-day  period  or  it 
is  submitted  during  this  time  but 
executed  after  the  deadline  date  for 
receipt  of  applications,  it  is  a 
substantive  defect  and  the  application 
will  be  rejected.  Sponsors  of 
applications  that  are  missing  two  or 
more  complete  exhibits  will  not  be 
afforded  an  opportunity  to  submit  the 
missing  exhibits  and  will  receive  written 
notification  that  their  apidications  have 
been  rejected.  However,  exhibits  which 
are  certifications  are  not  counted  as 
missing  exhibits  in  this  determination. 

Applicants  whose  applications  are 
found  unacceptable  during  the 
preliminary  evaluation  process  due  to 
substantive  defects  and  applications 
which  fail  to  adequately  respond  to 
HDD's  deficiency  letter  within  the  14- 
day  period,  will  be  notified  tiiat  their 
applications  are  not  eligible  for  further 
processing,  and  are  rejected. 

B.  Technical  Processing 

Applications  which  are  found 
acceptable  during  the  preliminary 
evaluation  process,  or  an  acceptable 
response  to  HDD’s  deficiency  letter  was 
received  within  the  14-day  period,  will 
undergo  a  more  thorough  analysis.  As 
part  of  this  analysis,  HDD  will  conduct 
its  environmental  review  in  accordance 
with  24  CFR  part  SO  for  applications  that 
submitted  satisfactory  evidence  of  site 
control.  Examples  of  reasons  for 
technical  processing  rejection  include  a 
lack  of  commitment  to  fund  the 
necessary  supportive  services  or,  based 
on  a  review  of  the  detailed  financial 
information,  the  Sponsor(s)'  lack  of 
sufficient  financial  resources.  The 
Secretary  will  not  reject  an  application 
based  on  technical  processing  without 
giving  notice  of  that  rejection  and  the 
basis  therefor  to  the  applicant  and 
afiording  the  applicant  an  opportunity  to 
respond.  An  applicant  will  be  afforded 
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10  calendar  days  from  the  date  of  HUD’s 
written  notice  to  appeal  a  technical 
rejection.  The  Field  Office  shall  make  a 
determination  on  an  appeal  prior  to 
making  its  selection  recommendations. 

Upon  completion  of  technical 
processing,  all  acceptable  applications 
will  be  rated  according  to  the  selection 
criteria  in  $  890.300(c)  (also  above  in 
I.D.2.).  Applications  which  have  a  total 
score  of  50  points  or  more  will  be 
eligible  for  selection  and  will  be  placed 
in  rank  order. 

V.  Additional  Information 

A.  Project  Size  Limits 

The  following  project  size  limits  are 
applicable  to  supportive  housing  for 
persons  with  disabilities: 

1.  Group  homes  may  house  no  more 
than  eight  (8)  persons  per  home.  On  a 
case-by-case  basis,  however,  HUD  may 
approve  a  group  home  of  up  to  15 
persons  with  disabilities  if  the  Sponsor 
can  demonstrate  the  followings 

(a)  The  increased  number  of  people  is 
necessary  for  the  economic  feasibility  of 
the  project; 

(b)  A  project  of  the  size  proposed  is 
compatible  with  other  residential 
development  and  the  population  density 
of  the  area  in  which  the  project  is  to  be 
located; 

(c)  A  project  of  the  size  proposed  can 
be  successfully  integrated  into  the 
community;  and 

(d)  A  project  of  the  size  proposed  is 
marketable  in  the  community. 

2.  Independent  living  facilities  may 
house  no  more  than  24  persons  with 
disabilities,  except  for  projects  for 
persons  with  chronic  mental  illness 
which  may  not  exceed  20  such  persons. 
On  a  case-by-case  basis,  HUD  may 
approve  an  exception  to  the  24-person 
limit  based  upon  the  same  criteria  set 
forth  in  (1)  above. 

B.  Sites 

The  National  Affordable  Housing  Act 
requires  Sponsors  submitting 
applications  for  section  811  fund 
reservations  to  provide  either  (a) 
evidence  of  site  control,  or  (b) 
reasonable  assurances  that  it  will  have 
control  of  a  site  within  6  months  of 
notification  of  fund  reservation. 
Accordingly,  if  a  Sponsor  has  control  of 
a  site  at  the  time  it  submits  its 
application,  it  must  include  evidence  of 
such  as  described  in 
§  890.265(c)(13)(i)(A).  If  it  does  not  have 
site  control,  it  must  provide  the 
information  required  in 
§  890.265(c)(13)(i)(B)  as  a  reasonable 
assurance  that  site  control  will  be 
obtained  within  6  months  of  fund 
reservation  notification.  Sponsors  that 


do  not  provide  satisfactory  evidence  of 
site  control  or  the  proper  identification 
of  a  site  will  be  notibed  that  their 
applications  are  rejected. 

Sponsors  may  select  a  site  different 
from  the  one(s)  submitted  in  their 
original  applications.  Selection  of  a 
different  site  will  require  HUD 
performance  of  an  environmental  review 
on  the  new  site,  which  could  result  in 
rejection  of  that  site.  However,  if  a 
Sponsor  does  not  have  site  control  for 
any  reason  12  months  after  notification 
of  fund  reservation,  the  assistance  will 
be  recaptured  and  reallocated. 

Sponsors  submitting  satisfactory 
evidence  of  an  approvable  site  (/.e.,  site 
control]  will  compete  against  each  other 
in  Category  A.  Sponsors  submitting 
proper  identiHcation  of  a  site  will 
compete  against  each  other  in  Category 
B.  HUD  Hrst  shall  select  applications  in 
the  descending  order  of  funding  priority 
from  Category  A  that  most  closely 
approximates  the  capital  advance 
authority  provided  to  the  allocation 
area.  If  capital  advance  authority 
remains  aher  selecting  all  approvable 
applications  from  Category  A,  HUD 
shall  then  select  applications  in  the 
descending  order  of  funding  priority 
from  Category  B  that  most  closely 
approximates  the  capital  advance 
authority  remaining  in  the  allocation 
area. 

Applications  containing  evidence  of 
site  control  where  either  the  evidence  or 
the  site  is  not  approvable  will  not  be 
rejected  provided  the  application 
indicates  the  Sponsor’s  willingness  to 
select  another  site  and  an  assurance 
that  site  control  will  be  obtained  within 
six  months  of  fund  reservation 
notification.  Such  applications  will  not 
be  eligible  to  receive  any  of  the  possible 
15  points  for  the  extent  to  which  the 
Sponsor  has  control  of  the  site  for  the 
proposed  housing  and  will  compete  for 
selection  in  Category  B. 

VI.  Other  Matters 

A.  Environmental  Impact 

A  Finding  of  No  Significant  Impact 
with  respect  to  the  environment  has 
been  made  in  accordance  with  HUD 
regulations  that  implement  section 
101(2)(C)  of  the  National  Environmental 
Policy  Act  of  1969,  42  U.S.C.  4332.  The 
Finding  of  No  Significant  Impact  is 
available  for  public  inspection  during 
business  hours  in  the  Office  of  the  Rules 
Docket  Clerk,  Office  of  General  Counsel, 
room  10276,  Department  of  Housing  and 
Urban  Development,  451  Seventh  Street, 
Southwest,  Washington,  DC  20410. 


B.  Federalism  Executive  Order 

The  General  Counsel,  as  the 
Designated  Official  under  section  6(a)  of 
Executive  Order  No,  12612,  Federalism, 
has  determined  that  this  NOFA  does  not 
have  substantial  direct  effects  on  States 
or  their  political  subdivisions,  or  on  the 
relationship  between  the  Federal 
government  and  the  States,  or  on  the 
distribution  of  power  and 
responsibilities  among  the  various  levels 
of  government.  This  NOFA  merely 
notibes  the  public  of  the  availability  of 
capital  advances  for  supportive  housing 
for  persons  with  disabilities. 

C.  Family  Executive  Order 

The  General  Counsel,  as  the 
Designated  Official  under  Executive 
Order  No.  12606,  The  Family,  has 
determined  that  this  NOFA  does  not 
significantly  affect  family  formation, 
maintenance,  or  general  well-being,  and, 
thus,  is  not  subject  to  review  under  the 
order. 

D.  HUD  Reform  Act 

HDD's  regulation  implementing 
section  103  of  the  Department  of 
Housing  and  Urban  Development 
Reform  Act  of  1989  was  published  May 
13, 1991  (56  FR  22088)  and  became 
effective  on  June  12, 1991.  That 
regulation,  codibed  as  24  CFR  part  4, 
applies  to  the  funding  competition 
announced  today.  The  requirements  jf 
the  rule  continue  to  apply  until  the 
announcement  of  the  selection  of 
successful  applicants. 

HUD  employees  involved  in  the 
review  of  applications  and  in  the  making 
of  funding  decisions  are  restrained  by 
part  4  from  providing  advance 
information  to  any  person  (other  than  an 
authorized  employee  of  HUD) 
concerning  funding  decisions,  or  from 
otherwise  giving  any  applicant  an  unfair 
competitive  advantage.  Persons  who 
apply  for  assistance  in  this  competition 
should  confine  their  inquiries  to  the 
subject  areas  permitted  under  24  CFR 
part  4. 

Applicants  who  have  questions 
should  contact  the  HUD  Office  of  Ethics, 
(202)  708-3815.  (This  is  not  a  toll-free 
number.)  The  Office  of  Ethics  can 
provide  information  of  a  general  nature 
to  HUD  employees,  as  well.  However,  a 
HUD  employee  who  has  specific 
program  questions,  such  as  whether 
particular  subject  matter  can  be 
discussed  with  persons  outside  the 
Department,  should  contact  his  or  her 
Regional  or  Field  Office  Counsel,  or 
Headquarters  counsel  for  the  program  to 
which  the  question  pertains. 
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E.  Applicant/Recipient  Disclosures: 
Subsidy-Layering:  HUD  Reform  Act 

Documentation  and  Public  Access 

HUD  will  ensure  that  documentation 
and  other  information  regarding  each 
application  submitted  pursuant  to  this 
NOFA  are  sufficient  to  indicate  the 
basis  upon  which  assistance  was 
provided  or  denied.  This  material, 
including  any  letters  of  support,  will  be 
made  available  for  public  inspection  for 
a  five-year  period  beginning  not  less 
than  30  days  after  the  award  of  the 
assistance.  Material  will  be  made 
available  in  accordance  with  the 
Freedom  of  Information  Act  (5  U.S.C. 
552)  and  HDD’s  Implementing 
Regulations  at  24  CFR  part  15.  In 
addition,  HUD  will  include  the 
recipients  of  assistance  pursuant  to  this 
NOFA  in  its  quarterly  Federal  Register 
notice  of  all  recipients  of  HUD 
assistance  awarded  on  a  competitive 
basis.  (See  24  CFR  12.14(a)  and  12.16(b), 
and  the  notice  published  in  the  Federal 
Register  on  January  16, 1992  (57  FR 
1942),  for  further  information  on  these 
requirements.) 

Disclosures 

HUD  will  make  available  to  the  public 
for  five  years  all  applicant  disclosure 
reports  (HUD  Form  2880)  submitted  in 
connection  with  this  NOFA.  Update 
reports  (also  Form  2880)  will  be  made 
available  along  with  the  applicant 
disclosure  reports,  but  in  no  case  for  a 
period  generally  less  than  three  years. 
All  reports — both  applicant  disclosures 
and  updates — will  be  made  available  in 
accordance  with  the  Freedom  of 
Information  Act  (5  U.S.C.  552)  and 
HDD’s  implementing  regulations  at  24 
CFR  part  15.  (See  24  CFR  subpart  C,  and 
the  notice  published  in  the  Federal 
Register  on  January  16. 1992  (57  FR 
1942),  for  further  information  on  these 
disclosure  requirements.) 

Subsidy-Layering  Determinations 

24  CFR  12.52  requires  HUD  to  certify 
that  the  amount  of  HUD  assistance  is 
not  more  than  is  necessary  to  make  the 
assisted  activity  feasible  after  taking 
account  of  other  government  assistance. 
HUD  will  make  the  decision  with 
respect  to  each  certiHcation  available  to 
the  public  fi^  of  charge,  for  a  three- 
year  period.  (See  the  notice  published  in 
the  Federal  Register  on  January  16, 1992 
(57  FR  1942)  for  further  information  on 
requesting  these  decisions.)  Additional 
information  about  applications,  HUD 
certiHcations,  and  assistance 
adjustments,  both  before  assistance  is 
provided  or  subsequently,  are  to  be 
made  under  the  Freedom  of  Information 
Act  (24  CFR  part  15). 


F.  Lobbying 

Section  13  of  the  Department  of 
Housing  and  Urban  Development  Act 
contains  two  provisions  dealing  with 
efforts  to  influence  HDD’s  decisions 
with  respect  to  financial  assistance.  The 
First  imposes  disclosure  requirements  on 
those  who  are  typically  involved  in 
these  efforts — those  who  pay  others  to 
influence  the  award  of  assistance  or  the 
taking  of  a  management  action  by  the 
Department  and  those  who  are  paid  to 
provide  the  influence.  The  second 
restricts  the  payment  of  fees  to  those 
who  are  paid  to  influence  the  award  of 
HUD  assistance,  if  the  fees  are  tied  to 
the  number  of  housing  units  received  or 
are  based  on  the  amount  of  assistance 
received,  or  if  they  are  contingent  upon 
the  receipt  of  assistance. 

Section  13  was  implemented  by  final 
rule  published  in  the  Federal  Register  on 
May  17. 1991  (56  FR  22912).  If  readers 
are  involved  in  any  efforts  to  influence 
the  Department  in  these  ways,  they  are 
urged  to  read  the  final  rule,  particularly 
the  examples  contained  in  appendix  A 
of  the  rule. 

Any  questions  regarding  the  rule 
should  be  directed  to  Arnold  J.  Haiman, 
Director,  Office  of  Ethics,  room  2158, 
Department  of  Housing  and  Urban 
Development.  451  Seventh  Street,  SW., 
Washington,  DC  20410.  Telephone;  (202) 
708-3815:  TDD;  (202)  708-1112.  (These 
are  not  toll-free  numbers.)  Forms 
necessary  for  compliance  with  the  rule 
may  be  obtained  from  the  local  HUD 
office. 

Catalog  of  Federal  Domestic  Assistance 
Program 

The  Catalog  of  Federal  Domestic 
Assistance  Program  title  and  number  is 
14.181,  Supportive  Housing  for  Persons  with 
Disabilities. 

Authority;  Section  811,  National  Affordable 
Housing  Act,  Sec.  7(d).  Department  of 
Housing  and  Urban  Development  Act  (42 
U.S.C.  3535(d)). 

Dated:  February  21, 1992. 

Arthur  |.  Hill, 

Assistant  Secretary  for  Housing,  Federal 
Housing  Commissioner. 

Appendix  A — HUD  Field  Offices 

Region  I 

Boston,  Massachusetts  Regional  Office 
Ourisdiction:  Massachusetts) 

Harold  Thompson  (ACTING).  Regional 
Administrator  Regional  Housing 
Commissioner,  HUD — Boston  Regional 
Offices,  Thomas  P.  O'Neill.  )r.  Federal 
Building,  10  Causeway  Street.  Room  375. 
Boston,  Massachusetts  02222-1092,  (617) 
565-5234,  TDD  (617)  565-5453 


Hartford,  Connecticut  Office 
(Jurisdiction;  Connecticut) 

William  Hernandez.  Jr.,  Manager,  HUD — 
Hartford  Office.  Main  Street,  Hartford. 
Connecticut  06106-1860,  (203)  240-4523. 

TDD  (203)  248-4522 

Manchester.  New  Hampshire  Office 
(Jurisdiction:  New  Hampshire) 

James  Barry,  Manager,  HUD — Manchester 
Office,  Norris  Cotton  Federal  Building,  275 
Chestnut  Street.  Manchester.  New 
Hampshire  03101-2487,  (603)  666-7681.  TDD 
(603)  666-7518 

Providence.  Rhode  Island  Office 
(Jurisdiction:  Rhode  Island) 

Casimir  J.  Kolaski,  Jr.,  Manager,  HUD — 
Providence  Office,  330  John  O.  Pastore 
Federal  Building,  and  U.S.  Post  Office — 
Kennedy  Plaza,  Providence.  Rhode  Island 
02903-1745.  (401)  528-5351,  TDD  (401)  528- 
5364 

Region  11 

New  York  Regional  Office 
(Jurisdiction:  New  York.  New  Jersey) 

Dr.  Anthony  Villane.  Regional  Administrator- 
Regional  Housing  Commissioner,  HUD — 
New  York  Regional  Office.  26  Federal 
Plaza,  New  York,  New  York  10278-0068, 
(212)  264-8068,  TDD  (212)  264-0927 

Buffalo,  New  York  Office 
(Jurisdiction:  New  York) 

Joseph  Lynch.  Manager,  HUD — Buffalo 
Office.  Lafayette  Court.  5th  Floor.  465  Main 
Street  Buffalo.  New  York  14203-1780.  (716) 
846-5755.  TDD  (716)  846-5787 

Newark,  New  Jersey  Office 
(Jurisdiction:  New  Jersey) 

Theodore  Britton,  Jr.,  Manager.  HUD — 
Newark  Office,  Military  Park  Building.  60 
Park  Race,  Newark,  New  Jersey  07102- 
5504.  (201)  877-1662.  TDD  (201)  877-6649 

Region  III 

Philadelphia,  Pennsylvania  Regional  Office 
(Jurisdiction:  Pennsylvania) 

Michael  Smerconish.  Regional  Administrator. 
HUD — Philadelphia  Regional  Office. 

Liberty  Square  Building,  105  South  7th 
Street  Philadelphia.  Pennsylvania  19106- 
3392,  (215)  597-2560.  TDD  (215)  597-5564 

Washington,  DC.  Office 
(Jurisdiction:  District  of  Columbia) 

I.  Toni  Thomas,  Manager,  HUD — 
Washington.  DG  Office.  Union  Center 
Plaza.  Phase  11.  820  Rrst  Street  NE.,  Suite 
300.  Washington.  DC  20002-4205.  (202)  275- 
9200.  TUD  (202)  275-0967 

Baltimore,  Maryland  Office 
(Jurisdiction:  Maryland) 

Maxine  Saunders.  Manager,  HUD — Baltimore 
Office,  10  North  Calvert  Street.  3rd  Floor. 
BalHmore,  Maryland  21202-1865.  (301)  962- 
2121,  TDD  (301)  962-0106 
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Pittsburgh,  Pennsylvania  Office 
(lurisdiction:  Pennsylvania] 

Choice  Edwards,  Manager,  HUD — Pittsburgh 
Office,  412  Old  Post  Office  Courthouse 
Bldg.,  7th  Ave.  &  Grant  St.,  Pittsburgh,  PA 
15219-1906,  (412)  644-6428,  TDD  (804)  771- 
2820 

Richmond.  Virginia  Office 
(Jurisdiction:  Virginia) 

Mary  Ann  Wilson,  Manager,  HUD — 
Richmond  Office,  400  North  8th  Street, 
Richmond,  Virginia  23240,  (804)  771-2721, 
TDD  (804)  771-2820 

Charleston,  West  Virginia  Office 
(Jurisdiction:  West  Virginia) 

Ron  Rash,  Manager,  HUD — Charleston 
Office,  405  Capitol  Street,  Suite  708, 
Charleston,  West  Virginia  25301-1795,  (304) 
347-7000,  (FTS)  930-7036 

Region  IV 

Atlanta,  Georgia  Regional  Office 
(Jurisdiction:  Georgia) 

Raymond  A.  Harris,  Regional  Administrator- 
Regional  Housing  Commissioner,  HUD — 
Atlanta  Regional  Office,  Richard  B.  Russell 
Federal  Building,  75  Spring  Street,  S.W., 
Atlanta,  Georgia  30303-3388,  (404)  331- 
5138,  TDD  (404)  739-2854 

Birmingham,  Alabama  Office 
(Jurisdiction:  Alabama) 

Robert  E.  Lunsford,  Manager,  HUD — 
Birmingham  O^ice,  600  Beacon  Parkway 
West,  Suite  300,  Birmingham,  Alabama 
35209-3144,  (205)  731-1617,  TDD  (205)  731- 
1617 

Louisville,  Kentucky  Office 
(Jurisdiction:  Kentucky) 

Verna  V.  Van  Ness,  Acting  Manager,  HUD — 
Louisville  O^ice,  601  West  Broadway,  Post 
Office  Box  1044,  Louisville,  Kentucky 
40201-1044,  (502)  582-5251,  TDD  (502)  582- 
5139 

Jackson,  Mississippi 
(Jurisdiction:  Mississippi) 

Sandra  Freeman,  Manager,  HUD — Jackson 
Office,  Dr.  A.H.  McCoy  Federal  Building, 
100  W.  Capitol  Street,  Room  910,  Jackson, 
Mississippi  39269-1096,  (601)  965-4702, 
(FTS)  490-4702 

Greensboro,  North  Carolina 
(Jurisdiction:  North  Carolina] 

Larry  J.  Parker,  Manager,  HUD — Greensboro 
Office,  415  North  Edgeworth  Street, 
Greensboro,  North  Carolina  27401-2107, 
(919)  333-5363,  (FTS)  699-5361 

Caribbean  Office 
(Jurisdiction:  Puerto  Rico) 

Rosa  Villalonga,  Acting  Manager,  HUD — 
Caribbean  Office,  San  Juan  Center,  159 
Carlos  E.  Chardun  Avenue,  San  Juan, 
Puerto  Rico  00918-1804,  (809)  768-6201 


Columbia,  South  Carolina  Office 
(Jurisdiction:  South  Carolina] 

Ted  B.  Freeman,  Manager,  HUD — Columbia 
Office,  Strom  Thurmond  Federal  Building, 
1835-45  Assembly  Street,  Columbia,  South 
Carolina  29201-2480,  (803)  765-5592 

Knoxville,  Tennessee  Office 
(Jurisdiction:  Tennessee) 

Richard  B.  Barnwell,  Manager,  HUD — 
Knoxville  Office,  John  J,  Duncan  Federal 
Bldg.,  710  Locust  Street,  SW.,  Knoxville, 
Tennessee  37902-2526,  (615)  549-9384,  TDD 
(815)  549-9372 

Nashville,  Tennessee  Office 
(Jurisdiction:  Tennessee) 

John  H.  Fisher,  Manager,  HUD — Nashville 
Office,  251  Cumberland  Bend  Drive,  Suite 
200,  Nashville,  Tennessee  37228-1803,  (615) 
736-5213 

Jacksonville,  Florida  Office 
(Jurisdiction:  Florida) 

James  T.  Chaplin,  Manager,  HUD — 
Jacksonville  Office,  325  West  Adams 
Street,  Jacksonville,  Florida  32202-4303, 

(904)  791-2626 

Region  V 

Chicago,  Illinois  Regional  Office 
(Jurisdiction:  Illinois) 

Gertrude  Jordan,  Regional  Administrator- 
Regional  Housing  Commissioner,  HUD — 
Chicago  Regional  Office,  626  West  Jackson 
Boulevard,  Chicago,  Illinois  60606,  (312) 
353-5680 

Detroit,  Michigan  Office 
(Jurisdiction:  Michigan] 

Harry  I.  Sharrott,  Manager,  HUD — Detroit 
Ofi^ce,  Patrick  V.  McNamara  Federal 
Building,  477  Michigan  Avenue,  Detroit, 
Michigan  48226-2592,  (313)  226-6280 

Indianapolis,  Indiana  Office 
(Jurisdiction:  Indiana) 

J,  Nicholas  Shelley,  Manager,  HUD — 
Indianapolis  Office,  151  North  Delaware 
Street,  Indianapolis,  Indiana  46204-2526, 
(317)  226-6303 

Grand  Rapids,  Michigan  Office 
(Jurisdiction:  Michigan) 

Ronald  C.  Weston,  Manager,  HUD — Grand 
Rapids  Michigan  Office,  2922  Fuller 
Avenue,  NE„  Grand  Rapids,  Michigan 
49505-3409,  (616)  458-2100 

Minneapolis-St.  Paul,  Minnesota 
(Jurisdiction:  Minnesota) 

Thomas  Feeney,  Manager,  HUD — 
Minneapolis-St.  Paul  O^ice,  220  Second 
Street,  ^uth.  Bridge  Place  Building, 
Minneapolis,  Minnesota  55401-2195,  (612) 
378-3000 

Cincinnati,  Ohio  Office 
(Jurisdiction:  Ohio) 

William  J.  Harris,  Manager,  HUD — Cincinnati 
Office,  Federal  Office  Building,  Room  9002, 
550  Main  Street,  Cincinnati,  Ohio  45202- 
3253,  (513)  684-2884 


Cleveland,  Ohio  Office 
(Jurisdiction:  Ohio) 

George  L.  Engel,  Manager,  HUD — Cleveland 
Office,  One  Playhouse  Square,  1375  Euclid 
Avenue,  Room  420,  Cleveland,  Ohio  44115- 
1832,  (216)  522-4065 

Columbus,  Ohio  Office 
(Jurisdiction:  Ohio) 

Robert  W.  Dolin,  Manager,  HUD — Columbus 
Office,  200  North  High  Street,  Columbus, 
Ohio  43215-2499,  (614)  469-5737 

Milwaukee,  Wisconsin  Office 
(Jurisdiction:  Wisconsin) 

Delbert  F,  Reynolds,  Manager,  HUD — 
Milwaukee  Office,  Henry  S.  Reuss  Federal 
Plaza,  310  West  Wisconsin  Avenue,  Suite 
1380,  Milwaukee,  Wisconsin  53203-2289, 
(414)  291-3214 

Region  VI 

Fort  Worth,  Texas  Regional  Office 
(Jurisdiction:  Texas) 

Sam  R.  Moseley,  Regional  Administrator- 
Regional  Housing  Commissioner,  HUD — 
Fort  Worth  Regional  Office,  1600 
Throckmorton,  Post  Office  Box  2905,  Fort 
Worth,  Texas  76113-2905,  (817)  885-5401, 
TDD  (817)  728-5447 

Houston,  Texas  Office 
(Jurisdiction:  Texas] 

William  Robertson,  Jr.,  Manager,  HUD — 
Houston  Office,  National  Bank  of  Texas 
Building,  2211  Norfolk,  Suite  300,  Houston, 
Texas  77098-4096,  (713)  229-3589 

San  Antonio,  Texas  Office 
(Jurisdiction:  Texas) 

A.  Cynthia  Leon,  Manager,  HUD — San 
Antonio  Office,  Washington  Square 
Building,  800  Dolorcsa  Street,  San  Antonio, 
Texas  78207-4563,  (512)  229-6781,  TTD 
(512)  229-6885 

Little  Rock,  Arkansas  Office 
(Jurisdiction:  Arkansas) 

Roger  Zachritz,  (ACTING)  Manager,  HUD — 
Little  Rock  Office,  Lafayette  Building,  523 
Louisiana,  Suite  200,  Little  Rock,  Arkansas 
72201-3523,  (501)  378-5931,  TDD  (501)  378- 
5405 

New  Orleans,  Louisiana  Office 
(Jurisdiction:  New  Orleans) 

Robert  J.  Vasquez,  Manager,  HUD — New 
Orleans  Office,  Fisk  Federal  Building,  1661 
Canal  Street — P.O,  Box  70288,  New 
Orleans,  Louisiana  70172-2887,  (504)  589- 
7200 

Oklahoma  City,  Oklahoma  Office 
(Jurisdiction:  Oklahoma) 

Edwin  I.  Gardner,  Manager,  HUD — 
Oklahoma  City  Office,  Murrah  Federal 
Building,  200  N.W,  5th  Street,  Oklahoma 
City,  Oklahoma  73108-3202,  (405)  231-4181, 
TDD  (405)  231-4181 
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Region  VII 

Kansas  City,  Missouri  Regional  Office 
(lurisdiction:  Missouri) 

William  H.  Brown,  Regional  Administrator- 
Regional  Housing  Commissioner,  HUD — 
Kansas  City  Regional  OfTice,  Gateway 
Tower  II,  400  State  Avenue,  Kansas  City, 

KS  66101-2406,  (913)  236-2162,  TDD  (913) 
236-3972 

Omaha.  Nebraska  Office 
(Jurisdiction:  Nebraska) 

Roger  M.  Massey,  Manager,  HUD — Omaha 
Office,  Braiker/Brandeis  Building,  210 
South  16th  Street,  Omaha,  Nebraska  68102- 
1622,  (402)  221-3703,  TDD  (402)  221-3703 

SL  Louis,  Missouri  Office 
(Jurisdiction:  Missouri) 

Kenneth  G.  Lange,  Manager,  HUD — St.  Louis 
Office,  210  North  Tucker  Boulevard,  St. 
Louis.  Missouri  63101-1997,  (314)  425-4761, 
TDD  (314)  425-6331 

Des  Moines,  Iowa  Office 
(Jurisdiction:  Iowa) 

William  McNamey,  Manager,  HUD — ^Des 
Moines  Office,  Federal  Building,  210 
Walnut  Street,  Room  259,  Des  Moines, 

Iowa  50309-2155,  (515)  284-4512,  TDD  (515) 
284-4706 

Region  VIII 

Denver,  Colorado  Regional  Office 
(Jurisdiction:  Colorado) 

Michael  Chitwood,  Regional  Administrator- 
Regional  Housing  Commissioner,  HUD — 


Denver  Regional  Office,  Executive  Tower 
Building,  1405  Curtis  Street,  Denver, 
Colorado  80202-2349,  (303)  844-4513 

Region  IX 

San  Francisco,  California  Regional  Office 
(Jurisdiction:  California) 

Robert  De  Monte,  Regional  Administrator- 
Regional  Housing  Commissioner,  HUD — 
San  Francisco  Regional  Office,  Philip 
Burton  Federal  Building  &  U.S.  Courthouse. 
450  Golden  Gate  Avenue.  P.O.  Box  36003, 
San  Francisco,  California  94102-3448,  (415) 
556-4752,  TDD  (415)  556-8357 

Honolulu,  Hawaii  Office 
(Jurisdiction:  Hawaii) 

Gordon  Y.  Furutani,  Manager,  HUD — 
Honolulu  Office,  300  Ala  Moana  Boulevard. 
Room  3318,  Honolulu,  Hawaii  96850-4991. 
(808)  546-2138,  TDD  (808)  551-1348 

Los  Angeles,  California  Office 
(Jurisdiction:  California) 

Charles  Ming,  Manager,  HUD — Los  Angeles 
Office,  1615  W.  Olympic  Boulevard,  Los 
Angeles,  California  90015-3801,  (213)  251- 
7122,  TDD  (213)  251-7038 

Sacramento.  California  Office 
(Jurisdiction:  California) 

Anthony  A.  Randolph,  Manager,  HUD — 
Sacramento  Office,  777  12th  Street,  Suite 
200,  Post  Office  Box  1978,  Sacramento, 
California  95814-1977.  (916)  551-1351,  TDD 
(916)  551-5971 


Phoenix  Office 
(Jurisdiction:  Arizona 

Dwight  A.  Peterson,  Manager,  HUD — Phoenix 
Office.  One  North  First  Street,  Suite  300, 
Post  Office  Box  13468,  Phoenix,  Arizona 
85002-3468.  (602)  261-4434.  TDD  1602)  379- 
4461 

Region  X 

Seattle.  Washington  Office 
(Jurisdiction:  Washington) 

Richard  Bauer,  Regional  Administrator- 
Regional  Housing  Commissioner,  HUD — 
Seattle  Regional  Office,  Arcade  Plaza 
Building,  1321  Second  Avenue,  Seattle. 
Washington  98101-2058,  (206)  442-5414 

Portland,  Oregon  Office 
(Jurisdiction:  Oregon) 

Richard  C.  Brinck,  Manager.  HUD — Portland 
Office,  Cascade  Building,  520  SW  Sixth 
Avenue,  Portland,  Oregon  97204-1598,  (503) 
221-2561,  (FTS)  423-2561 

Anchorage,  Alaska  Office 
(Jurisdiction:  Alaska) 

Arlene  Patton,  Acting  Manager,  HUD — 
Anchorage  Office,  222  W.  8th  Avenue,  #64, 
Anchorage.  Alaska  99513-7537,  (907)  271- 
4170,  (FTS)  907-271-4170 
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